RAJAH  TEMPLE.  READING.  PA 


Cost  $1,000,000.00 
Auditorium  seats  2,500. 

Basement  —  Grille,  Bowling,  Shuffleboard,  Quoits. 

1st.  Floor  —  Social  Room,  and  Executive  Offices. 

2nd.  Flcor  —  Banquet,  seating  1,500. 

3rd.  Floor  --  Grand  Ball  Room. 

<»th.  Floor  —  Assembly  Hall,  Lockers  and  Showers. 

Kitchen  equipment  cost  $25,000.00. 

Austin  Organ  cost  $35,000.00, 


